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3461 


CLOGS) 

REF 


CLOGS) 


6589 

SYSTEM 9 A, MANUALS RECEIVED 
MADE TO ' 


MAY 1963 AND DISTRIBUTION 


THE FOLLOWING ITEMS OR THEIR EQUIVALENTS ARE 


REQUIRED TO TEST SYSTEM 9A IAW MANUAL DATED APRIL 1963, 


S/N 


6625-553-1465 1 


NOUN AND MOD 
U SIG GEN X-BAND, MOD 
HP-620 A* 

2o POWER BRIDGE, MOD HP-43 IB 

EQUIVALENT MOD HP-430C 6625-507-3766 

3o THERMISTOR MOUNT MOD HP-4 78 A 

EQUIVALENT MOD HP-477B 6625-556-8367 

4« AUDIO OSCILLATOR, 


QTY STffiSSUGIA 

AVAIL 


l AVAIL 


1 AVAIL 


MOD HP-20 1C 
5» WAVEGUIDE ADAPTER, 
MOD HP-X281A 
6= OSCILLOSCOPE, TLK 


6625-678-5616 l 


5985-553-6082 4 
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25X1 A 


3461 (IN 75023) 

NOD 5 15 A EQUIVALENT 
NOD 531 W/53/54A 

7. GYR ALINE, CASCADE 
MOD R920 

8. DIRECTIONAL COUPLER 
DBG" S32 

9. MULTIMETER, TRIPLETT 
MOD 630 PL 

10o DETECTOR MOUNT 
Ho DETECTOR CRYSTAL 
!2» TEST CONTROL KIT 
13 o TEST CABLE KIT 


25X1A 


14 o SPACER CORD 
15 o VIDEO TEST CABLE 
16o RoF. TEST CABLE 


PAGE TWO 
25X1 A 


6625-649=4879 l 

5895-556-0231 1 

AT-DBG632 ! 

6625-578-5849 l 

AT-CNB101A 1 

AT-1N23BR 1 

AT-3 1-000098 1 NOT AVAIL 

AT -35 -B00 131-01 1 NOT AVAIL 

AT-35-000 132-01 1 NOT AVAIL 

AT-35-000 133-01 1 NOT AVAIL 
AT-32-000030-0 1 1 NOT AVAIL 

AT-35-0003 11-02 I NOT AVAIL 

AT-35 -00309-01 2 NOT AVAIL 


AUTOMATICALLY SHIPMENT OF ITEMS 10 AND !1 IS BEING MADE TO 


SHOULD FURNISH ITEM 12 THRU 16 TO COMPLETE 


TEST EQUIPMENT REQUIRED. 
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